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Effect of public use or knowledge of patented invention between
application for patent and application to file specification.

24,  If an inventor who has obtained a patent for his invention
in the United Kingdom causes an application for leave to file a
specification of the invention under this Part to be delivered or
received by the Secretary within twelve months from the date
of the actual sealing of the patent, the invention shall be
deemed a new invention within the meaning of this Part if it
was not publicly used or known in any part of British India at
or before the date of the application for the patent, notwith-
standing that it may have been publicly used or known in
some part of British India or of the United Kingdom before the
date of the delivery or receipt of the application under this
Part for leave to file the specification.

Effect of like public use or knowledge of unpatented invention.

25.  If an inventor applies for leave to file a specification
under this Part while his application for a patent is pending in
the United Kingdom, and the interval between the date of his
application for the patent and the date of the delivery or
receipt of his application under this  Part does not exceed
twelve months, the invention shall not be deemed to have been
publicly used, or made publicly known, within the meaning of
this Part, by reason only of the invention having been used, or
a description thereof having been published, in any part of
British India or of the United Kingdom during the interval.

Effect of public use or knowledge of invention after admission to an

exhibition.

26. If an inventor, being the exhibitor of his invention at an
industrial or international exhibition, certified as such by the
Governor General in Council, causes an application for leave to
file a specification of the invention to be delivered to or received
by the Secretary 'within six months from the date of the
admission of the invention into that exhibition, the invention
shall not be deemed to have been publicly used, or made
publicly known, within the meaning of this Part, by reason
only of the invention having at any time after admission into
the exhibition been publicly used or made publicly known.